Order of succession / delegation of authority 

SLI Director 


SLI Director 

(Alfred DeMaria, MD- Acting) 


Director, Laboratory Emergency Preparedness Division 

(Mariah Grazioplene) 

Administrator VI 


Director, Program Operations Division 
(Kathleen Nawn) 

Laboratory Supervisor III 



